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UNCLASSIFIED 

PAGE 01 ISTANB 03001 061243Z POSS DUPE 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

113100 061401Z/47 

R 06103 1Z SEP 77 
FM AMCONSUL ISTANBUL 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 9212 
AMEMBASSY ANKARA POUCH 

UNCLAS ISTANBUL 3001 


Message Text 


E.O. 11652: N/A 
TAGS: BBSR, TU 

SUBJECT: WTDR/FTI: ALARKO SANAYI VE TICARET A.S. 


REF: USDOC 14285 


1 . TURKEY 

OFFICE USE: 2. 489 3. NA 4. 03 

5. ALARKO SANAYI VE TICARET A.S. 

6. P.O.B.: NA: KORE SEHITLERI CAD. 50. ZINCIRLIKUYU 

7. ISTANBUL 

8. CONTACT: UZEYIR GARIH 9. TITLE: CHAIRMAN OF BOARD 
10. PHONE: 664430 11. TELEX: 22602 ALAR-TR 

12. CABLE: ALARKO - ISTANBUL 

13. ESTABL: 1954 14. EMPL: 1700 15. SIZE: VERY LARGE 
16. REPUTATION: Y-EXCELLENT 17. RPT DATE: 09/77 
OFFICE USE: 18, NA 19. NA 20. X 21. NA 22. NA 

23A. 15410/8 CONTRACTOR FOR CONSTRUCTION/ASSEMBLY OF COMPLETE 
INDUSTRIAL PLANTS 

23B. 17310/9 CONTRACTOR FOR ELECTRICAL WORKS 
23C. 17960/9 CONTRACTOR FOR INSTALLATION OF MACHINERY AND 
INDUSTRIAL EQUIPMENT 

23D. 35351/09 MFR. INSTALLER OF CONVEYORS AND CONVEYING EQUIPMENT 
23E. 34337/09 MFR. INSTALLER OF AOIL BURNERS,. DOMESTIC & 

INDUSTRIAL 

UNCLASSIFIED 
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23F. 35670/09 MFR. INSTALLER OF INDUSTRIAL PROCESS FURNACES 
23G. 35850/09 MFR. INSTALLER OF AIR CONDITIONING AND HEATING 
EQUIPMENT 

23H. 35610/25 AGT. IMP. INDUSTRIAL PUMPS 

231. 35630/25 AGT. IMP. INDUSTRIAL COMPRESSORS 

23J. 35692/25 AGT. IMP. FILTERS, INDUSTRIAL, DUST COLLECTION 

23K / 38230/25 AGT. IMP. PROCESS CONTROL EQUIPMENT. 
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24. FOREIGN SALES: NA 

25. FINANCIAL REFERENCES: TURK TICARET BANKASI, GAYRETTEPE, 

ISTANBUL; ANADOLU BANKASI, MECIDIYEKOY, ISTANBUL; IS BANKASI, 
GAYRETTEPE, ISTANBUL; AKBANK, ZINCIRLIKUYU, ISTANBUL. 

26. TRADE REFS: TRANC DISC, INC.. P.O.B. 210, LACROSSE, 

WISCONSIN 54601; FISCHER AND PORTER CO., COUNTRY LINE RD„ 

WARMINISTER, PA. 18974; VIKING PUMP DIVISION, HOUDAILLE 
IND., INC., CEDAR FALLS, IOWA. 

27. FOREIGN FIRMS REPRESENTED: TRANE DISC INC., P.O.B. 210, 

LA CROSSE, WISCONSIN 54601 FOR AIR CONDITIONING AND REFRIGERATION 
COMPRESSORS, ACQUIRED 1968; AMERICAN AIR FILTER S.A., P.O.B. 

7928, AMSTERDAM, HOLLAND FOR INDUSTRIAL DUST COLLECTION FILTERS, 
ACQUIRED 1975; JOHNSTON PUMP CO., 1775 EAST ALLEN AVE., 

GLENDORA. CALIF. 91740, FOR INDUSTRIAL PUMPS, ACQUIRED 1976; 

FISCHER AND PORTER CO., COUNTRY LINE RD„ WARMINISTER PA, 

18974, FOR PROCESS CONTROL EQUIPMENT, ACQUIRED 1973. 

28. POST EVALUATION: A LEADING MEMBER OF ALARKO HOLDING, LARGE 
ENGINEERING, MANUFACTURING AND CONSTRUCTION GROUP, CONSISTING OF 
10 COMPANIES. HOLDING COMPANY'S 1976 SALES REPORTED AT TL 548 
MILLION (TL 17.50 EQUALS $1), EMPLOYS OVER 2400 

(SEE WTDR 75 ISTANBUL 1623). SUBJECT FIRM'S HEAD OFFICE AND 
MANUFACTURING FACILITIES LOCATED IN ISTANBUL WITH BRANCH OFFICES IN 
ANKARA, IZMIR AND ADANA. REGISTERED CAPITAL REPORTEDLY TL 6 
MILLION ($337,000) AND 1976 SALES TL 400 MILLION ($22.8 MILLION). 

EMPLOYS 1700, OF WHICH 220 ARE ENGINEERS. 98 PERCENT OF SHARES 
ARE HELD BY ALARKO HOLDING. FIRM CONSISTS OF FOLLOWING DIVISIONS: 
UNCLASSIFIED 
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A) ALSIM, INDUSTRIAL PLANTS CONTRACTING DIVISION. CONTRACTOR OF 
COMPLETE INSTALLATION OF INDUSTRIAL PLANTS INCLUDING FEASIBILITY 
STUDIES, DESIGN, SELECTION OF MACHINERY, CIVIL ENGINEERING, 

ELECTRICAL AND MECHANICAL ERECTION WORKS AND START-UP. 

B) ALSAC, HEATING AND AIR CONDITIONING MANUFACTURING DIVISION. 
MANUFACTURES INDUSTRIAL TYPE RADIAL AND AXIAL FANS, AIR CONDITIONING 
AND HEATING UNITS. 

C) ALMIM, ENGINEERING AND PRODUCTION DIVISION. MANUFACTURES 
INDUSTRIAL TYPE FURNACES WATER COOLING TOWERS, CONVEYORS AND 
ELEVATORS. 

D) ALBIM, BURNER MANUFACTURING DIVISION. MANUFACTURES DOMESTIC 
AND INDUSTRIAL TYPE OIL BURNERS, LOW AND HIGH TENSION ELECTRICAL 
AND AUTOMATIC CONTROL PANELS. 

E) ALPOM, PUMPS AND MOTOR MANUFACTURING DIVISION. MANUFACTURES 
HOT WATER AND SUBMERSIBLE PUMPS AND ELECTRICAL MOTORS UP TO 15 HP. 

F) ALMUT, REPRESENTATION AND TRADE DIVISION. ENGAGED IN IMPORT, 
EXPORT, SALES BUSINESS, AND REPRESENTS SEVERAL FOREIGN FIRMS. 

ALSO PROVIDES MAINTENANCE SERVICES FOR EQUIPMENT SOLD. 

ALL FIRMS IN THE ALARKO GROUP HAVE SOUND FINANCIAL STANDING AND 
EXCELLENT CREDIT RATING. HIGHLY RECOMMENDED. 

29. PREPARED: E. OMER; APPROVED: D. SCHORER. 
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HOUGHTON 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 06-Sep-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ISTANB03001 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770321-1307 
Format: TEL 
From: ISTANBUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770996/aaaadcuo.tel 

Line Count: 117 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 4d22784d-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 17-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1381140 
Secure: OPEN 
Status: NATIVE 

Subject: WTDR/FTI: ALARKO SANAYI VE TICARET A.S. 

TAGS: BBSR, TU 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/4d22784d-c288-dd11-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 
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